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1* Location: Austria, Salzburg Province, Moell Dan 

Caption and Description: "The Moell Dam - a Technical Masterpiece. Together 
With the Margaritzen Dam Which Is to the Right (not shown). It Will 
Hold 3 Million Cubic Meters of Water. The Moell Dam is 92 MeterB High 
and 7? Meters Thick at the Thickest Place. The Water Level Will Reach 
up to the Middle of the Scaffolding at the Top of the Dam," Photograph 
shows the Moell dam from the upstream side. On the left, the square 
opening on the side of the cliff is the bottom discharge conduit. Just 
to the left above it is the intake structure of the Moell tumel -vhJch will 
conduct the glacier water of the Pasterze region to a reservoir on the 
north side of the Tauem Mountains 

Photograph Description: Size, 3x4 inches; fair; newsprint 

Source: Salzburger Nachrichten ? Salzburg, 20 October 1952, page 8 
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1. Salzburg, Salzburger Nachrichten, 12 Aug 52 

2. Vienna, Neue Wiener Tageszeitung, 2 Oct 52 

3. Vienna, Oesterreichische Was servirts chart, Vol III, No 10, Oct 51 

4. Salzburger Nachrichten, 20 Oct 52 
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